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3.e0 (a) (1) 

PFIIMARV ENCLOSURES, 

- In the mdoor enclosures of Ihe medtcal buiWing nausing non-human cnmates there are three large elevated 
wooden reeling platlprm^ in poor ggndilion. The wood on 1he$e plaCforma is chipped, aplintered, chewed and in need 
of rapair. Wood platlorme m this condition are a potentiaJ source of Injury to the anclosod animals arxt canttol bo 
property cteaned and sanitized The facility must repair or replace these suriaoes to help ensure the heahh ol the 
ahimala. 

Correct by: 1 4 Apnl ^ Cn 5 
3-84 (d) 

CLEANlMGp SANITIZATION, HOUSEKEEPING, AND PESTOONTPOL. 

- A trail of rodent droppings was observed on Ihe middle horizontal rail m the indoor portion ol the endosures in the 
□pn-human pfrimate building. This rail is dearly being used as a travel araa Ipr rodents to move Irgm cage to ca^a. 
Thosa droppings ara also on the roslmg suriacaa fcK tha chimpanzees and lha Hama-dryas Baboon, and ware notod 
among and adjaceni to feed and water. Rodents carry diseases and may cause illness to the enclosed animals, 
They can also oohtaminata food, walar and livirig araas. Tvvo rodahl Iraps wona looatad in ihe nornars P1 Iho room, 
but It Is unclear if ihey had been properly prepared and monllored The licensee must have an adequate program lo 
controJ pests in this txjUding and must ensure proper pesi oontrol throughout the Facility, 

Correct by: immeflialely 


3.125 (c) 

FACILITIES. GENERAL 

- In the teed bam, Ihere are numerous square bales of hay bemg stored directly on the Hoor and againsl the adjacent 
walls. Hay and other fsEKl should be stored on pallets wilti space belwaen the feed end Ihe walls to minimize 
oontami natron from pests and the environmenl. 

- In the commissary there are numerous plastic buckets in pmr condilion being used to stare Feed. The buckets are 
dirty, scratched, and not fit to salaly store food. These buckets should be reparrad or replaced, and the facility must 
take steps to ensure Ihai all food storage bins are kept clean and in good condition. 
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3.125 (d) 

FACILITIES. OEhlER A L 

- In the front section ol the park twj separate tiger enclosures t^ad pieces of ravi' meat sitlirvg on top ol the shade 
Struclures, evidenlly Ingm emptayefeg attempting to feed the animals by (hrpwing mpa! ovar the fencing. Park policy 
IS to food throijtgh tTio mtital food chutes located In Uto lonco walls. Moat loft on top cl the Icncrng or shade siructurcs 
will quicWy turn rancid and t>ecome an atfraclani for insects, pests, and wild animals. Focd not consumed must t>e 
ramovdd Irom primary enclasurafi otten as naces^ry ip prevent dOPtaminatnn dt Uia animals ddritainad ttiernn 
and to minlntlza disease hazards and to reduce odors. 

- In Lha cdmmissaiy iriara wora bins oontainlrtg mk>a and rats irilandad for usa as rs^tila lood. in cna birt lhare 
two dead rats, one ol which was extremely decomposed. The facility representative slatedi a park employee had 
ncdified him that mpming that a rgi bad di^ bul the park employee left the corpse inside tbe bin. Carcasses are an 
attraclanl for numarous posts and ara a polonlial source d contamination tc the surrour^ing area. Prevision shall be 
made lor the removal arid disposal ol animal and food wastes to minimize vermin ibfestalion, odors, and disease 
hazards- 


3.127 (a) 

FACILITIES, OUTDOOR. 

- Ai the rear of Ibe park., a liger named Batista was singly boused in an enclosure wbich did not have a shade 
struclurp. L^k pl adequate shade exposes Iba animal Ip ynneoassary anviroomantal stress which can r>agalively 
imped Its heellh arid well being. Th Ircensoe must provide appropriate sbedo to help protect Ibe health end wellare 
of the enclosed animate, 

Corraded during the inspection by -shiltirig tho animal to another enclosure. 


Inspection and exit interview conducted wilb facilily represenlative, ODAFF law entorcement and £ D&DA APHIS AC 
VMOs. 
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